Tentative budget for collaborative project wi.th Dr. J. Levy, 
University of California, San Francisco Medical Center, San 
Francisco, Cal ifornia. (January 1i, 1975 “ December 31, 1975) 


A. 

Total Direct Labor (Schedule A) 

$10,574.00 

B. 

Overhead (115% of A) 

12,160.00 

C. 

Other direct costs (Schedule B) 

8,834.00 

D. 

Total (A-C) " 

$31,568.00 

E. 

General and Administration (16% of D 

5,051.00 

F. 

Total 

$36,619.00 

G • 

Fixed Fee (10%) 

4,066.00 

H. 

Total Costs 

$40,685.00 
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Source: https://www.industrydocuments.ucsf.edu/docs/ktdfwOOOO - • - 
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Schedule B 

Other Direct Costs 


Materials 

Animals (250~ 1 29/J)_ 

Feed and Bedding (total 1150 
animals) 


Chemicals 


Total Materials 


$ 500.00 

1 , 050.00 

150.00 


$ 1 , 700.00 


Expendable Supplies 

Disposable Cages $6,100.00 

Syringes, needles, tubes 

Stainless steel lids 750.00 

Total Supplies 


6 , 850.00 


Shipping 




284.00 


Total Other Direct Costs 


$8,834.00 
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- Source: https ://wwwindustrydocuments.ucsf:edu/does/ktdrnOOOO' 





